CAN’T FIND WHAT YOU’RE LOOKING FOR? 


Email your enquiries to theteam@highgateair.com.au - we are here to help you! 
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WHAT YOU NEED TO KNOW... 


Please refer to the condenser fan fitment illustration shown below, and identify the type of installation 
required, prior to comencing any replacements. 
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Cooltemp 


COOLTEMP FANS APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


E = ES - 


| 


i 


PART N° | VOLTS BLADE DIAMETER ες | DEPTH LPS WATTS DIRECTION OTHER INFO 


COOLTEMP 12V FANS 


FA-10307 12V O” (255mm) 283mm 66mm 338 80W REVERSIBLE 
FA-10400 12V 2” (285mm) 315mm 64mm 338 85W REVERSIBLE 
FA-10470 12V 4" (555mm) 360mm 90mm 560 120W REVERSIBLE 
COOLTEMP 24V FANS 

FA-13404 24V O” (255mm) 283mm 66mm 338 80W REVERSIBLE 
FA-13416 24V 2” (285mm) 315mm 64mm $358 85W REVERSIBLE 
FA-13424 24V 4” (335mm) 360mm 90mm 560 120W REVERSIBLE 
12V 12V 


12V 10” (255MM) 80W, 12V 12” (285MM) 85W, 12V 14” (335MM) 120W, 
REVERSIBLE, COOLTEMP REVERSIBLE, COOLTEMP REVERSIBLE, COOLTEMP 
FA-10307 FA-10400 FA-10470 


24V 24V 24V 


24V 10” (255MM) 80W, 24V 12” (285MM) 85W, 24V 14” (335MM) 120W, 
REVERSIBLE, COOLTEMP REVERSIBLE, COOLTEMP REVERSIBLE, COOLTEMP 


FA-13404 FA-13416 FA-13424 


Product details are subject to change without notice. | Errors and omissions excepted. 
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Davies Craig 
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DAVIES CRAIG FANS APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER 


OVERALL 


DEPTH 


= 


PART N° VOLTS BLADE DIAMETER DIAMETER DEPTH AMPS WATTS DIRECTION OTHER INFO 
DAVIES CRAIG 12V FANS 

FA-10422 2V 8" (90mm) 215mm 52mm 5 90 REVERSIBLE FAN ONLY (SHORT) 
FA-10432 2V 9" (225mm) 249mm 55mm 6,5 90 REVERSIBLE FAN ONLY (SHORT) 
FA-10442 2V 10” (255mm) 290mm 64mm 7 90 REVERSIBLE FAN ONLY (SHORT) 
FA-10452 2V 12” (285mm) 293mm Simm 9 108 REVERSIBLE FAN ONLY (SHORT) 
FA-10462 2V 14" (345mm) 350mm 76mm Ti 130 REVERSIBLE FAN ONLY (SHORT) 
FA-10484 2V 16" (385mm) 424mm 100mm 18 225 REVERSIBLE FAN ONLY (SHORT) 
DAVIES CRAIG 24V FANS 

FA-13100 24V 8" (90mm) 215mm 52mm 2.4 90 REVERSIBLE FAN ONLY (SHORT) 
FA-13524 24V 9” (225mm) 249mm 55mm 3.25 90 REVERSIBLE FAN ONLY (SHORT) 
FA-13534 24V 10” (255mm) 290mm 64mm a5 90 REVERSIBLE FAN ONLY (SHORT) 
FA-13554 24V 12” (285mm) 293mm Simm 45 108 REVERSIBLE FAN ONLY (SHORT) 
FA-13574 24V 14” (345mm) 350mm 76mm 55 160 REVERSIBLE FAN ONLY (SHORT) 
FA-13624 24V 16” (585mm) 424mm 100mm 9.5 225 REVERSIBLE FAN ONLY (SHORT) 
12V 12V 12V 


12V 8” (190MM) 90W, 
REVERSIBLE 
DAVIES CRAIG 


12V 9” (225MM) 90W, 
REVERSIBLE 
DAVIES CRAIG 


12V 10” (255MM) 90W, 
REVERSIBLE 
DAVIES CRAIG 


FA-10422 FA-10432 FA-10442 
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Davies Craig 


12V 12” (285MM) 108W, 12V 14” (345MM) 130W, 12V 16” (385MM) 225W, 
REVERSIBLE REVERSIBLE 


REVERSIBLE 
DAVIES CRAIG DAVIES CRAIG DAVIES CRAIG 


24V 8” (190MM) 90W, 24V 9” (225MM) 90W, 24V 10” (255MM) 90W, 
REVERSIBLE REVERSIBLE REVERSIBLE 
DAVIES CRAIG DAVIES CRAIG DAVIES CRAIG 


FA-13100 FA-13524 FA-13534 
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24% 12” (285MM) 108W, 24V 14” (345MM) 130W, 24V 16” (385MM) 225W, 
REVERSIBLE REVERSIBLE REVERSIBLE 
DAVIES CRAIG DAVIES CRAIG 


DAVIES CRAIG 


FA-13554 FA-13574 FA-13624 


Product details are subject to change without notice. | Errors and omissions excepted. 
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EBM PAPST 


EBM PAPST - S1G SERIES FANS APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


ES = ₪-- 
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PART N° VOLTS BLADE DIAMETER EE. DEPTH M3/h AMPS | DIRECTION OTHER INFO 


EBM PAPST - S1G SERIES 12V FANS 
FA-13010 12V 10” (255mm) 279mm 74mm 970 6 PULLER BRUSHLESS MOTOR 
FA-13011 12V 10° @55mm) 279mm 74mm 970 6 PUSHER BRUSHLESS MOTOR 
EBM PAPST - S1G SERIES 24V FANS 


FA-18001 24V 8" (190mm) 255mm 74mm 1090 2S PULLER BRUSHLESS MOTOR 
FA-18010 24V 10” (255mm) 279mm 74mm 1920 4.4 PULLER BRUSHLESS MOTOR 
FA-18011 24V 10” (255mm) 279mm 74mm 1920 4.4 PUSHER BRUSHLESS MOTOR 
[ 
12V 12V 
12V 10" (255MM) 6A, PULLER 12V 10" (255MM) 6A, PUSHER 
BRUSHLESS MOTOR, EBM PAPST BRUSHLESS MOTOR, EBM PAPST 


24V 24V 24V 


/ 


/ 
€ | 


d 


24V 8" (190MM) 2.3A, PULLER, 24V 10" (255MM) 4.4A, PULLER, 24V 10" (255MM) 4.4Α, PUSHER, 
BRUSHLESS MOTOR, EBM PAPST BRUSHLESS MOTOR, EBM PAPST BRUSHLESS MOTOR, EBM PAPST 


FA-18001 FA-18010 FA-18011 
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MARADYNE FANS APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


PART N° VOLTS BLADE DIAMETER 


MARADYNE 12V FANS 


OVERALL 
DIAMETER DEPTH M3/h AMPS | DIRECTION OTHER INFO 


FA-10132 2V 8" (90mm) 210mm 63mm 915 EN REVERSIBLE SKEW BLADE 
FA-10140 2V 9” (225mm) 247mm 63mm 1559 YAJA REVERSIBLE SKEW BLADE 
FA-10164 2V 10” (255mm) 285mm 63mm 1610 79 REVERSIBLE SKEW BLADE 
FA-10183 2V 1’ (280mm) 310mm 63mm 1881 74 REVERSIBLE SKEW BLADE 

| FA-10192 2V 12” (305mm) 336mm 63mm 1958 72 REVERSIBLE SKEW BLADE 
FA-10196 eM 14" (555mm) 382mm 73mm 2636 τὸ REVERSIBLE SKEW BLADE 
FA-10211 2V 16” (385mm) 414mm 81mm 3678 177 REVERSIBLE SKEW BLADE 
MARADYNE 24V FANS 

ES 53520 24V 8" (190mm) 210mm 65mm 820 41 REVERSIBLE SKEW BLADE 
FA-13325 24V 9” (225mm) 247mm 63mm Πδι BS) REVERSIBLE SKEW BLADE 
FA-13341 24V 10” (255mm) 285mm 63mm 1588 4 REVERSIBLE SKEW BLADE 
FA-13346 24V 1’ 280mm) 310mm 63mm 1822 45 REVERSIBLE SKEW BLADE 
FA-13350 24V 12” (305mm) 336mm 63mm 2000 5 REVERSIBLE SKEW BLADE 
FA-13354 24V 14” (555mm) 382mm 73mm 3224 8.2 REVERSIBLE SKEW BLADE 
FA-13357 24V 16” (385mm) 414mm 81mm 3478 9.9 REVERSIBLE SKEW BLADE 


12V 


12V 8" (190MM) 8.1Α, REVERSIBLE, SKEW BLADE, 12V 9” (225MM) 7.7A, REVERSIBLE, SKEW BLADE, 
MARADYNE MARADYNE 


FA-10132 FA-10140 


Product details are subject to change without notice. | Errors and omissions excepted. 
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12V 
12V 10” (255MM) 7.9,A REVERSIBLE, SKEW BLADE, 12V 11” (280MM) 7.4A, REVERSIBLE, SKEW BLADE, 
MARADYNE MARADYNE 
FA-10164 FA-10183 
12V 12V 
Litt Ya 
NN ig 
SAG 
: GC 
12V 12” (305MM) 7.2Α, REVERSIBLE, SKEW BLADE, 12V 14” (355MM) 7.5A, REVERSIBLE, SKEW BLADE, 
MARADYNE MARADYNE 
FA-10192 FA-10196 
12V 
12V 16” (385MM) 17.7A, REVERSIBLE, SKEW BLADE, 24V 8” (190MM) 4.1A, REVERSIBLE, SKEW BLADE, 


MARADYNE MARADYNE 
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24V 
24V 9” (225MM) 3.3A, REVERSIBLE, SKEW BLADE, 24V 10” (255MM) 4A, REVERSIBLE, SKEW BLADE, 
MARADYNE MARADYNE 
24V 
24V 11” (280MM) 4.5A, REVERSIBLE, SKEW BLADE, | 24V 12” (305MM) 5A, REVERSIBLE, SKEW BLADE, 
MARADYNE MARADYNE 
24V 24V 
qi 
YA 
À 2 s 
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A | 
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a 
vd | 
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(Lë , 
24V 14” (355MM) 8.2A, REVERSIBLE, SKEW BLADE, 24V 16” (385MM) 9.9A, REVERSIBLE, SKEW BLADE, 
MARADYNE MARADYNE 
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Spal - Straight Blade 


Yj, SPAL - STRAIGHT BLADE FANS APPLICATION GUIDE 
Z 


/ THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH ΤΗΕ ORIGINAL PART. 
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PART N° VOLTS BLADE DIAMETER EE DEPTH M3/h AMPS DIRECTION OTHER INFO 


SPAL - STRAIGHT BLADE 12V FANS 


FA-10615 2V 8” (90mm) 209mm 52mm 620 4.4 PULLER 
FA-10616 2V 8” (90mm) 209mm 52mm 590 4.3 PUSHER 
FA-10625 2V 9” (225mm) 246mm 52mm 010 6.7 PULLER 
FA-10626 2ν 9” (225mm) 246mm 52mm 140 8.3 PUSHER 
FA-10631 2V 9” (225mm) 248mm 95mm 280 72 PULLER LONG LIFE MOTOR 
FA-10650 2ν 9” (225mm) 284mm 52mm 090 5.8 PULLER 
FA-10651 2V 10” (255mm) 284mm 52mm 070 5.4 PUSHER 
FA-10654 2V 10” (255mm) 278mm 95mm 870 10:5 PULLER LONG LIFE MOTOR 
FA-10655 2V 10” (255mm) 278mm 95mm 750 9.6 PUSHER LONG LIFE MOTOR 
222227 FA-10680 2V 11” (280mm) 310mm 52mm 280 69 PULLER 
ΚΗ FA-10681 2ν Ti" (280mm) 310mm 52mm 290 6.4 PUSHER 
FA-11680 2ν T" (280mm) 304mm 95mm 2220 12 PUSHER LONG LIFE MOTOR 
FA-10698 2V 2” (305mm) 555mm 52mm 470 6.9 PULLER 
FA-10700 2V 2” (305mm) 335mm 52mm 450 6.4 PUSHER 
FA-13700 2V 2” (305mm) 331mm 95mm 2430 15.6 PULLER LONG LIFE MOTOR 
FA-10730 2V 3” (330mm) 361mm 52mm 630 Ta PULLER 
FA-10731 ש2‎ 3” (330mm) 361mm 52mm 680 71 PUSHER 
FA-10743 2V 4" (355mm) 382mm 62mm 2290 9.5 PULLER 
FA-10744 2V 4" (355mm) 382mm 62mm 2140 8.7 PUSHER 
FA-10785 2ν 6” (385mm) 412mm 62mm 2490 10.7 PULLER 
FA-10786 ש2‎ 6” (385mm) 412mm 62mm 2550 10.5 PUSHER 
FA-11790 ש2‎ 6” (385mm) 412mm 88mm 3250 18:5 PULLER LONG LIFE MOTOR 
SPAL - STRAIGHT BLADE 24V FANS 
FA-14215 24V 8” (90mm) 209mm 52mm 650 2.4 PULLER 
FA-14225 24V 9” (225mm) 246mm 52mm 070 54 PULLER 
FA-14226 24V 9" (225mm) 246mm 52mm 1180 4] PUSHER 
FA-14250 24V 10” (255mm) 284mm 52mm 340 5 PULLER 
FA-14251 24V 10” (255mm) 284mm 52mm 320 4.5 PUSHER 
FA-14254 24V 10” (255mm) 278mm 95mm 990 5.7 PULLER LONG LIFE MOTOR 
FA-15241 24V 10” (255mm) 278mm 95mm 860 558 PUSHER LONG LIFE MOTOR 
FA-14280 24V T" (280mm) 310mm 52mm 450 4.6 PULLER 
FA-14281 24V 1’ (280mm) 310mm 52mm 460 4.5 PUSHER 
FA-14305 24V 12” (305mm) 335mm 52mm 970 54 PULLER 
FA-14307 24V 12” (405mm) 335mm 52mm 800 4.6 PUSHER 
FA-15259 24V 12” (300mm) 331mm 95mm 2580 8.2 PULLER LONG LIFE MOTOR 
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Spal - Straight Blade 


PART N° VOLTS | BLADE DIAMETER Gelee AMPS DIRECTION OTHER INFO 
FA-15260 24V 2” (300mm) 331mm 95mm 2900 74 PULLER LONG LIFE MOTOR 
FA-15261 | 24V 2" (500mm) 331mm | 95mm 2760 71 PUSHER LONG LIFE MOTOR 
| FA-14330 24V STENT | ES CM 0 2040. |. 4.4 PULLER 
| FA-14331 24V Θ᾽ (330mm) Ji 36mm I 52mm | 2000 | 4.3 PUSHER 
FA-14355 24V 4" (555mm) 382mm 62mm 2170 4.9 PULLER 
FA-14357 24V 4" (355mm) 382mm 62mm 2100 4.5 PUSHER 
FA-14:585 24V 6" (385mm) 412mm 62mm 2480 | 55 PULLER 
FA-14386 24V 6” (385mm) 412mm 62mm 2640 5.2 PUSHER 


12V | 12V 12V 


" 


D 


"S 


12V 8" (190MM) 4.4A, PULLER, 12V 8" (190MM) 4.3A, PUSHER, 12V 9" (225MM) 6.7A, PULLER, 
SPAL SPAL SPAL 


FA-10615 FA-10616 FA-10625 


12V 12V 12V 


EE 
19. 


Δ... 


12ν 9” (225MM) 8.3Α, PUSHER, 12V 9” (225MM) 7.2A, PULLER, 12V 9” (225MM) 5.8A, PULLER, 
SPAL LONG LIFE MOTOR, SPAL SPAL 


FA-10626 FA-10631 FA-10650 


Product details are subject to change without notice. | Errors and omissions excepted. 
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ee - Straight Blade ` 


FA-10651 


12V 10” (255MM) 5.4A, PUSHER, 


M- 


4 


12V 11” (280MM) 6.23, PULLER, 
SPAL 


12V 10” (255MM) 10.5A, PULLER, 


LONG LIFE MOTOR, SPAL 


12V 11” (280MM) 6.4A, PUSHER, 


SPAL 


12V 


12V 10” (255MM) 9.6A, PUSHER, 
LONG LIFE MOTOR, SPAL 


FA-10654 FA-10655 


12V 11” (280MM) 11.2A, PUSHER, | 


LONG LIFE MOTOR, SPAL 


FA-10680 FA-10681 FA-11680 


12V 12” (305MM) 6.9A, PULLER, 


SPAL 


12V 12” (305MM) 6.4A, PUSHER, 


SPAL 


Wy 


N 


12V 12” (305MM) 15.6A, PULLER, 
LONG LIFE MOTOR, SPAL 


FA-10698 FA-10700 FA-13700 
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Spal - Straight Blade 
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12V 13" (330MM) 71A, PUSHER, 12V 14" (355ΜΜ) 9.5Α, PULLER, 


12V 13" (330MM) 7.5Α, PULLER, 
SPAL SPAL 
FA-10730 FA-10731 FA-10743 


Win, 


e" 


12V 16" (385MM) 10.7A, PULLER, 12V 16" (385MM) 10.5,Α PUSHER, 
SPAL 


12V 14” (355MM) 8.7Α, PUSHER, 
SPAL SPAL 
FA-10744 FA-10785 FA-10786 


Wir 


12ν 16” (385MM) 18.5A, PULLER, 24% 8” (190MM) 2.4A, PULLER, 24V 9” (225MM) 3.7A, PULLER, 
SPAL 


LONG LIFE MOTOR, SPAL PAL 


Product details are subject to change without notice. | Errors and omissions excepted. 
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Spal - Straight Blade 


24V 


24V 9" (225MM) 4.1A, PUSHER, 24V 10" (255MM) 5A, PULLER, 24V 10" (255MM) 4.5A, PUSHER, 


FA-14226 FA-14250 FA-14251 


24V 10" (255MM) 5.7A, PULLER, 24V 10" (255MM) 5.3A, PUSHER, 24V 11" (280MM) 4.6A, PULLER, 
LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL SPAL 


24V 11" (280MM) 4.5A, PUSHER, 24V 12" (305MM) 5.4A, PULLER, 24V 12" (305MM) 4.6A, PUSHER, 
SPAL SPAL SPAL 


FA-14281 FA-14305 FA-14307 
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SSS n s σα - Straight Blade - 


24% 12” (300MM) 8.2Α, PULLER, 24V 12” (300MM) 7.4A, PULLER, 24V 12” (300MM) 7.1A, PUSHER, | 
LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL 
FA-15259 FA-15260 FA-15261 
24V 


i Zei 
W 


24% 13” (330MM) 4.4, PULLER, 24V 13” (330MM) 4.3A, PUSHER, 24V 14” (355MM) 4.9A, PULLER, 
SPAL SPAL SPAL 


— | 24V 
MA 
=Z 
K < p 
πω 


$5; 


p 


ND" | 


24V 14” (355MM) 4.5A, PUSHER, 24V 16” (385MM) 5.5Α, PULLER, 24V 16” (385MM) 5.2A, PUSHER, 
SPAL SPAL SPAL | 


FA-14357 FA-14385 FA-14386 
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Spal - Skew Blade 


SPAL - SKEW BLADE FANS APPLICATION GUIDE 


/ THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


- = = 


PART N° VOLTS BLADE DIAMETER μα ΡΕΡΤΗ M3/h AMPS DIRECTION OTHER INFO 


SPAL - SKEW BLADE 12V FANS 
FA-12625 2ν 9” (225mm) 246mm 52mm 020 5.7 PULLER 
FA-12626 2ν 9” (225mm) 246mm 52mm 000 58 PUSHER 
FA-12650 2V 10” (255mm) 284mm 52mm 200 5.6 PULLER 
FA-12651 2ν 10” (255mm) 284mm 52mm 200 56 PUSHER 
FA-15650 ש2‎ 10” (255mm) 278mm 95mm 750 9.6 PUSHER LONG LIFE MOTOR 
FA-17910 2ν 10” (255mm) 284mm 95mm PUSHER VERY LONG LIFE MOTOR 
FA-12680 2ν T" 280mm) 310mm 52mm 320 6.4 PULLER 
FA-12681 DN, Ti" (280mm) 310mm 52mm 1410 6.4 PUSHER 
FA-12700 2V 2” (305mm) 335mm 52mm 540 6.7 PULLER 
FA-12701 2ν 2” (305mm) 335mm 52mm 590 6.2 PUSHER 
ο” FA-10702 2V 2” (305mm) 335mm 88mm 2250 $5 PULLER LONG LIFE MOTOR 
< FA-10703 2ν 2” (305mm) 335mm 88mm 2190 26 PUSHER LONG LIFE MOTOR 
FA-13701 2V 2” (305mm) 331mm 95mm 2430 5.3 PUSHER LONG LIFE MOTOR 
FA-13743 2ν 4" (555mm) 382mm 88mm 3160 95 PULLER LONG LIFE MOTOR 
FA-12790 2V 6” (385mm) 412mm 88mm 3430 9.5 PULLER LONG LIFE MOTOR 
FA-12791 2ν 6” (385mm) 412mm 88mm 3320 215 PUSHER LONG LIFE MOTOR 
FA-13750 2V 6” (385mm) 412mm 88mm 5000 95 PULLER HI-PERFORMANCE LL 
SPAL - SKEW BLADE 24V FANS 
FA-16230 24V 9” (225mm) 246mm 52mm 1170 4 PULLER 
FA-1623 24V 9” (225mm) 246mm 52mm 1180 3.9 PUSHER 
FA-17230 24V 9” (225mm) 248mm 95mm 330 4.5 PULLER LONG LIFE MOTOR 
FA-1723 24V 9” (225mm) 248mm 95mm 240 44 PUSHER LONG LIFE MOTOR 
FA-16240 24V 10” (255mm) 284mm 52mm 300 3.9 PULLER 
FA-1624 24V 10” (255mm) 284mm 52mm 400 S PUSHER 
FA-17950 24V 10” (255mm) 284mm 95mm PUSHER VERY LONG LIFE MOTOR 
FA-1429 24V 1” (280mm) 310mm 52mm 450 3.8 PULLER 
FA-16250 24V 1” (280mm) 310mm 52mm 490 3.6 PUSHER 
FA-17250 24V 1’ (280mm) 303mm 95mm 2540 y PULLER LONG LIFE MOTOR 
FA-16260 24V 2” (305mm) 335mm 52mm 680 3.4 PULLER 
FA-16261 24V 2” (305mm) 335mm 52mm 620 25 PUSHER 
FA-17260 24V 2” (305mm) 331mm 95mm 2650 71 PULLER LONG LIFE MOTOR 
FA-17261 24V 2” (305mm) 331mm 95mm 2850 8.5 PUSHER LONG LIFE MOTOR 
FA-14308 24V 2” (305mm) 331mm 12mm 2980 10.7 PULLER LONG LIFE MOTOR 
FA-14309 24V 2” (305mm) 331mm 112mm 3260 13 PUSHER LONG LIFE MOTOR 
FA-17985 24V 2” (305mm) 331mm 112mm PUSHER VERY LL, KNURLED SHAFT 
FA-17300 24V 6” (385mm) 412mm 88mm 3690 91 PULLER LONG LIFE MOTOR 


7 / —— tt : 
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Spal - Skew Blade 


12V 9” (225MM) 5.7A, PULLER, 12V 9” (225MM) 5.8A, PUSHER, 12V 10” (255MM) 5.6A, PULLER, 


FA-12625 FA-12626 FA-12650 


12V 10” (255MM) 5.6A, PUSHER, 12V 10” (255MM) 9.6A, PUSHER, 12V 10” (255MM) , PUSHER, VERY 
SPAL LONG LIFE MOTOR - SPAL LONG LIFE MOTOR, SPAL 


FA-12651 FA-13650 FA-17910 


12V 11” (280MM) 6.4A, PULLER, 12V 11” (280MM) 6.4A, PUSHER, 12V 12” (305MM) 6.7A, PULLER, 
SPAL SPAL 


PAL 
FA-12680 FA-12681 FA-12700 


Product details are subject to change without notice. | Errors and omissions excepted. 
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Spal - Skew Blade 


12V 12V 


Ny 


Photo unavailable 
Please check 
highgateair.com.au 
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N 
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2 
0 
12V 12” (305MM) 6.2, PUSHER, 12V 12” (305MM) 15.3A, PUSHER, 12V 12” (305MM) 13.5A, PULLER, 
LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL 


FA-12701 FA-13701 FA-10702 


4 
NW 


6 | 


12V 12” (305MM) 12.6, PUSHER, 12V 14” (355MM) 19.5A, PULLER, 12V 16” (385MM) 19.5A, PULLER, 
LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL 


FA-10703 FA-13743 FA-12790 


r 
< 
J 
ZZ 
22% / 
12V 16” (385MM) 21.5, PUSHER, 12V 16” (385MM) 19.5A, PULLER, 24V 9” (225MM) 4A, PULLER, 
LONG LIFE MOTOR, SPAL HI-PERFORMANCE LL, SPAL SPAL 
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464 » 1800 15 15 15 


FANS 


Spal - Skew Blade 


24V 9” (225MM) 3.9A, PUSHER, 24V 9” (225MM) 4.5A, PULLER, 24V 9” (225MM) 4.4A, PUSHER, 
LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL 


FA-16231 FA-17230 FA-17231 


Ww Em 


` 2, 
Ἂν 
24Ν 10” (255MM) 3.9A, PULLER, 24V 10” (255MM) 3.7A, PUSHER, 24V 10” (255MM) , PUSHER, VERY 
SPAL SPAL LONG LIFE MOTOR, SPAL 


FA-16240 FA-16241 FA-17950 


Z b 


ipm, | | E 


ος 
AST 
` 


S 


allt, 


24V 11” (280MM) 3.8A, PULLER, 24V 11” (280MM) 3.6A, PUSHER, 24V 11” (280MM) 7A, PULLER, 
SPAL LONG LIFE MOTOR, SPAL 


PAL 
FA-14291 FA-16250 FA-17250 


Product details are subject to change without notice. | Errors and omissions excepted. 
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FANS 


Spal - Skew Blade 


< 


24V 12” (305MM) 3.4A, PULLER, 24V 12” (305MM) 5.5Α, PUSHER, 24V 12” (305MM) 7.1A, PULLER, 
SPAL SPAL LONG LIFE MOTOR, SPAL 
FA-16260 FA-16261 FA-17260 
24V 
Photo unavailable. 
Please check 
highgateair.com.au 
24V 12” (305MM) 8.5A, PUSHER, 24V 12” (305MM) 10.7A, PULLER, 24V 12” (305MM) 13A, PUSHER, 
LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL LONG LIFE MOTOR, SPAL 
FA-17261 FA-14308 FA-14309 
24V 
Photo unavailable. : 
Please check 
highgateair.com.au Y d 
24% 12” (305MM) , PUSHER, VERY LL, KNURLED 24V 16” (385MM) 9.1A, PULLER, LONG LIFE MOTOR, 


SHAFT, SPAL SPAL 
FA-17985 FA-17300 
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FANS 


TRIPAC FANS APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


PART N° VOLTS | BLADE DIAMETER ERA EL | DEPTH M3/h ES DIRECTION OTHER INFO 
TRIPAC 12V FANS 


FA-10892 | 12V | 335mm | 368 | 100 | | | REVERSIBLE | suits VPVRVS COMMODORE 
TRIPAC 24V FANS 


FA-14764 | 24V | 335mm | 368 | 101 | 2430 | 5.8 | REVERSIBLE | SKEW BLADE 


12V 24V 


12V 335MM , REVERSIBLE, SUITS VP,VR,VS 
COMMODORE, TRIPAC 


FA-10892 FA-14764 


TWIN FAN & SHROUD APPLICATION GUIDE 


24V 335MM 5.8A, REVERSIBLE, SKEW BLADE, TRIPAC 


PART N° VOLTS LENGTH | WIDTH | DEPTH | M3/h | AMPS DIRECTION | OTHER INFO 
FA-10900 12V | 585mm 360mm 95mm PULLER | 
12V 


Do SS 
2 


FA-10900 


Product details are subject to change without notice. | Errors and omissions excepted. 
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FANS 


Fan Accessories 


GF 
f 


2222772 
7 


FAN ACCESSORIES 


ο." 


FAN MOUNTING LUG, SET OF 
FOUR 


FAN MOUNTING TIE KIT 


FAN MOUNTING BOLTS AND 
WASHERS KIT, SET OF FOUR 


FAS-18468 FAS-18820 FAS-18845 


Photo unavailable. 


Please check 
highgateair.com.au | 


THERMATIC FAN CONTROL, 
MECHANICAL 


SEAL FOR THERMATIC FAN 
CONTROL FAS-18500 


12V FAN RELAY & LOOM, 
UNIVERSAL 


FAS-18500 FAS-18962 FAS-18850 


Photo unavailable. 


Please check 
highgateair.com.au 


24V FAN RELAY & LOOM, 
UNIVERSAL 


FAN TEMPERATURE SWITCH KIT, 
WITH WIRE 8 LOOM, 85°ON- 
74°OFF 


FAN TEMPERATURE SWITCH KIT, 
WITH WIRE & LOOM, 90°ON- 
80°OFF 


FAS-18854 FAS-18849 FAS-18848 


im 


— 


FAN TEMPERATURE SWITCH, 
85°ON-74°OFF 


FAS-18847 FAS-18846 
© 2015 Highgate Industries Wholesale Pty Ltd Alright: reserved mmm 
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FAN TEMPERATURE SWITCH, 
90°ON-80°OFF 


FANS 


OEM Replacement Fan Assemblies Table 


OEM REPLACEMENT FAN ASSEMBLIES 


MODEL YEAR ENGINE PART N° 
AUDI 
A4, S4 B7 11/04-06/08 Radiator FAR-16175 
A6 05/04-03/11 V6 3.0L Dual Fan FAR-16185 
Q7 AL 03/06- Radiator FAR-16250 
BMW / 
3 Series E36 04/95-01/02 Condenser FAC-17735 ! 2 2 
3 Series E36 04/95-01/02 Radiator FAR-17680 
3 Series E46 08/98-01/05 Condenser FAC-17860 
3 Series E46 08/98-01/05 Radiator FAR-17765 
5 Series 9 09/96-02/03 Condenser FAC-17620 
5 Series E60 E60 02/03- Radiator FAR-17800 
X5 E53 01/04-01/07 v8 Condenser FAC-17898 
X5 E53 01/04-01/07 6cyl 3.0TD Condenser FAC-17899 
KS E53 01/04-01/07 6 cyl 3.0TD, V8 4.6L Radiator FAR-17863 
CHRYSLER 
PT Cruiser 06/00-02 Condenser FAC-20622 
Voyager GS 01/95-03/01 V6 3.3L Radiator FAR-20878 
שש‎ 

DAEWOO < 
Cielo 02/95-03/01 Condenser FAC-21583 
Espero 10/91-09/99 Condenser FAC-21583 

alos 09/02- 4 Cyl 1.5i Radiator FAR-37150 
Lanos 05/97-03/03 ΓΘ Condenser FAC-22045 
Lanos 05/97-03/03 4 Cyl 1.5 Radiator FAR-22378 
Leganza 06/97-04/04 4 Cyl 2:0i Condenser FAC-22236 
Leganza 06/97-04/94 4 Cyl 2.0i Radiator FAR-22436 
Leganza 06/97-04/94 4 Cyl 2.21 Radiator FAR-22440Z 

ubira 04/97-03/01 4 Cyl 1.6! Condenser FAC-22424 

ubira 04/97-03/01 4 Cyl 1.6ἱ Radiator FAR-22502Z 
FORD 
Escape 03/01-04/09 Ve OIN Dual Fan FAR-31940 
Falcon EF,EL 08/94-09/98 6 Cyl 4.0L, V8 5.0L (Twin Plug) Dual Fan FAR-32341 
Falcon EL 09/96-09/98 6 Cyl 4.0L, V8 5.0L (Single Plug) Dual Fan FAR-32342 
Falcon AU 09/98-10/02 6 Cyl 4.0L, V8 5.0L Dual Fan FAC-32400 
Falcon BA 10/02-10/05 6 Cyl 4.0L, V8 5.41. Dual Fan FAR-32410 
Falcon BF,FG 10/05-12/11 6 Cyl 4.0L, V8 5.4L Radiator FAR-32420 
Festiva WB 1994-98 Radiator FAR-33227 
Festiva WD, WF 97-01 Condenser FAC-33225 

$5 
"ב‎ | Errors and omissions excepted. ty 
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FANS 


OEM Replacement Fan Assemblies Table 


OEM REPLACEMENT FAN ASSEMBLIES 


MODEL YEAR ENGINE TYPE PART N° 
YA | Focus LS 05/05-05/08 Radiator FAR-33240 
VJ Focus LW 07/11- 4 Cyl 1.6L, 2.0L Petrol Radiator FAR-33250 
ζ Laser C-KE 72 Condenser FAC-33485 
ζ Laser C-KE 1986-92 Radiator FAR-33489 
/ | Ε-ΚΗ 91-94 Ed Condenser FAC-33524 
YY Laser F-KH 92-94 CARB Radiator FAR-33527 
Laser J 12/96-02/99 Condenser FAC-33526 
/ | J 12/96-02/99 Radiator FAR-33530 
Laser N 02/99-04/02 Condenser FAC-33533 
Laser N 02/99-04/02 Auto Radiator FAR-33534 
Laser KN 02/99-04/02 Manual Radiator FAR-33536 
ondeo HA-HD 07/95-02/00 Dual Fan FAR-33877 
Territory SX 04/04-10/05 6 Cyl 4.01 Dual Fan FAR-34420Z 
Territory SY 02/06-04/11 6 Cyl 4.0L Radiator FAR-32420 
Transit VH 10/00-04/05 4 Cyl 2.0L Petrol Dual Fan FAR-35331 
Transit VH VJ 10/00-08/06 Condenser FAC-35320 
GREAT WALL 
SIS IIT? 
77 X240 10/09- 4 Cyl 2.41 Radiator FAR-36750 
HOLDEN 
Apollo 1989-92 Condenser FAC-37200Z 
Astra TR 08/96-09/98 Radiator FAR-37001 
Astra TS 09/98-04/06 Condenser FAC-37220 
Astra AH 05/06-12/09 Auto, Up to VIN#55084253 Radiator FAC-37228 
Barina SB 04/94-08/97 Air Int. System Condenser FAC-37246 
Barina SB 04/94-08/97 OEM System Condenser FAC-37248 
Barina XC 04/01-10/05 Condenser FAC-37252 
Barina XC 04/01-10/05 Radiator FAR-37135 
Barina TK 10/05-05/11 Radiator FAR-37150 
Captiva CG 10/06-02/11 4 Cyl 2.4i, V6 3.2i Dual Fan FAC-37745 
Captiva CG 10/06-02/11 4 Cyl 2.0TD Dual Fan FAC-37747 
Colorado 07/08-05/12 Condenser FAC-40341 
Colorado 07/08-05/12 V6 Radiator FAR-40150 
Commodore VP-VS 5 7 V6, V8 Condenser FAC-38170Z 
Commdore VT 08/97-10/00 V6 TO #L435512 Dual Fan FAR-37470 
Commdore VT, VX 08/97-08/02 VT V6 81 455512 ON, VX All Dual Fan FAR-37474 
Commdore VY, WH 09/02-08/04 V6 Dual Fan FAC-38188 
Commdore VY, WH 09/02-08/04 \8 Dual Fan FAC-38190 


⁄ ^ —— 
Z / (Θ 2015 Highgate Industries Wholesale Pty Ltd | All rights reserve: 
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OEM Replacement Fan Assemblies Table 


OEM REPLACEMENT FAN ASSEMBLIES Z Z 
4 / 7, 
MODEL YEAR ENGINE TYPE PART N° / 
Commdore VZ 05/04-01/09 V6 Dual Fan FAC-38200 | YY 
Commdore Vz 05/04-01/09 V8 Dual Fan FAC-38199 7, 7 
Commdore VE S1 01/06-09/10 V6 Dual Fan FAR-37950 
Commdore VE S1 01/06-09/10 v8 Dual Fan FAR-37955 
Cruze YG 07/02-06/07 4 Cyl 1.5i Condenser FAC-38250 
Nova LE,LF 08/89-10/94 A Cyl 1.6 Radiator FAR-38801Z / 
Rodeo RA 10/06-11/08 V6 Radiator FAR-40150 
Rodeo RA 02/03-11/08 All Condenser FAC-40341 
Vectra JR, JS 06/97-03/04 Condenser FAC-41618 
Vectra JR, JS 06/97-03/04 Radiator FAR-40607 
Zafira TT 06/01-03/06 4 Cyl 2.21 Condenser FAC-37220 
HONDA 
Accord 11/89-10/93 Radiator FAR-43167 
Accord 10/93-10/97 Condenser FAC-43184 
Accord 10/93-10/97 Radiator FAR-43188 
Accord 10/97-12/02 V6 3.0L Radiator FAR-43201 
Accord 8th Gen 02/08- V6 3.5L Radiator FAR-43205 
SISAS Sy 
Accord Euro 7th Gen 06/03-06/08 Radiator FAR-44463 2% 
Accord Euro 8th Gen CU 06/08- Condenser FAC-43196 
Accord Euro 8th Gen CU 06/08- Radiator FAR-43208 
Civic 1992-98 Radiator FAR-45195 
Civic 10/95-10/00 Condenser FAC-44190 
Civic 7th Gen O2/04-02/06 Hybrid Radiator FAC-44200 
Civic 7th Gen 11/00-02 Condenser FAC-44197 
Civic 8th Gen 02/06- Condenser FAC-44199 
Civic 8th Gen 02/06- Motor only Condenser FAC-44198 
CRV 0/97-12/01 Condenser FAC-44370 
CRV 0/97-12/01 Radiator FAR-44291 
CRV 2/01-02/07 Condenser FAC-44372 
CRV 2/01-02/07 Radiator FAR-44295 
CRV RM 11/12- 4 Cyl 2.4L Condenser FAC-44377 
CRV RM 11/12- 4 Cyl 2.4L Radiator FAR-44299 
Integra DC2 10/99-08/01 Radiator FAR-44460 
Jazz GE 08/08- Condenser FAC-44425 
Odyssey RB1 06/04-04/10 4cyl 2.4L Condenser FAC-44530 
HYUNDAI 
Accent 05/00-04/06 Auto Condenser FAC-46240 
ς מ זי ו‎ | Errors and omissions excepted. 
= / 
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OEM Replacement Fan Assemblies Table 


/ OEM REPLACEMENT ΕΑΝ ASSEMBLIES 
/ 


⁄ / MODEL YEAR ENGINE TYPE PART N° 
U Yj | Accent 05/00-04/06 Manual Condenser FAC-46242 
ZA Accent MC 05/06-09 Radiator FAR-45315 
Accent RB 07/11- Condenser FAC-46254 
Y Lantra 05/93-5/95 Condenser FAC-47004 
/ Lantra 92 05/95-05/00 Condenser FAC-47007 
// Lantra J2 05/95-05/00 Radiator FAR-45514 
Elantra MD 03/11- Radiator FAR-45323 
7 Elantra LaVita XD 09/01-09/03 Condenser FAC-47310 
Excel X2 02/90-08/94 Radiator FAR-45339 
Excel X3 1995-98 Radiator FAR-45368 
Excel X3 09/94-00 Condenser FAC-46480 
Excel X3 09/94-00 Radiator FAR-45342 
Getz TB 10/02- Radiator FAR-45390 
i50 FD 09/07-04/12 4 cyl 1.6TD Radiator FAR-45401 
i30 FD 09/07-04/12 4 cyl 1.6L, 2.0L Petrol Radiator FAR-45415 
i40 VF 09/11- 4 cyl 2.0L Radiator FAR-45420 
i45 YF 05/10- 4 cyl 2.0L, 2.4L Radiator FAR-45440 
222222 
4⁄6 iLoad TQ 01/08- 4 cyl 2.5TD Radiator FAR-45450 
iLoad TQ 01/08- 4 Cyl 2.4L Radiator FAR-45452 
iMax TQ 01/08- 4 cyl 2.5TD Radiator FAR-45450 
iMax TQ 01/08- 4 Cyl 2.4L Radiator FAR-45452 
ix35 LM 02/10-10/13 4 cyl 2.0L, 2.4L Radiator FAR-45460 
ix35 LM 02/10-10/13 Acyl 20ΤΩ Radiator FAR-45462 
Santa Fe 99-02 Condenser FAC-48150 
Santa Fe 2-Mar Condenser FAC-48155 
Santa Fe 2-Mar Radiator FAR-45889 
Santa Fe CM 11/09-08/12 Vis eL Radiator FAR-45892 
Santa Fe | 12 4 Cyl 2:2TD Radiator FAR-45895 
Sonata 07/93-04/98 Condenser FAC-48552 
Sonata 08/98-06/05 Condenser FAC-48555 
Sonata 08/98-06/05 Radiator FAR-45925 
Sonata 99-02 Radiator FAR-49523 
S-Coupe 10/92-95 Condenser FAC-48946 
Trajet 05/00-08 V6 2.7L Radiator FAR-46201Z 
Tucson 08/04-03/07 Ve 27E Radiator FAR-46301 
Veloster 07/12- 4 cyl 1.6T Radiator FAR-45580 
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OEM Replacement Fan Assemblies Table 


OEM REPLACEMENT FAN ASSEMBLIES 


Z 
MODEL YEAR ENGINE PART N° / 
5 6 / 
UZU TRUCK 
ome Condenser FA-13424 YA 
JEEP / 
Cherokee 1988-1996 Condenser FAC-20380 
Grand Cherokee ZGWJ 04/96-11/00 V6 4L Condenser FAC-20401 // 
Grand Cherokee ZGWJ 04/96-11/00 V6 4L Condenser FAC-20403 ! Z | 
KIA 
Carnival KVII 09/99-08/06 5 x Mount Legs Condenser FAC-53354 
Carnival KVII 09/99-08/06 4 x Mount Legs Condenser FAC-53355 
Carnival KVII 09/99-12/01 V6 2.5L Radiator FAR-50350 
Cerato LD 07/04-12/08 Condenser FAC-54120 
Cerato TD O1/09- 03/13 4 cyl 2.0L Radiator FAR-50420 
Grand Carnival VQ 09- 4 cyl 2.9TD Radiator FAR-50530 
Grand Carnival VQ 06/10- V6 3.5L Radiator FAR-50525 
Mentor 1/96-10/97 Condenser FAC-55520 
Mentor | 8 Condenser FAC-55523 
Mentor II 04/98-02/01 Condenser FAC-55525 
SISAS Sy 
Optima GD 05/01-03/04 Radiator FAR-51481 < 
Optima TF 11/10- 4 cyl 2.4L Radiator FAR-45440 
Rio LS 07/00-12/05 Condenser FAC-55530 
Rio LS 07/00-12/05 Radiator FAR-51491 
Rio UB 09/11- Radiator FAR-51495 
Sorento XM 10/09- 4 cyl 2.4L Radiator FAR-51500 
Sorento XM 10/09- 4 cyl 2.2TD Radiator FAR-51505 
Soul AM 04/09-10/11 4 cyl 1.6L Petrol Radiator FAR-51509 
Spectra FB 05/01-04 Auto Condenser FAC-55540 
Spectra FB 05/01-04 Auto Radiator FAR-51515 
Sportage 11/96-07/03 Condenser FAC-55548 
Sportage SL 08/10- Acyl DOL ZAL Radiator FAR-45460 
Sportage SL 08/10- 4 cyl 20TD Radiator FAR-45462 
LAND ROVER 
Discovery 1995-98 Condenser FAC-77187 
LEXUS 
ES300 MCV2OR 10/96-07/01 6 cyl 3.0L Radiator FAR-55451 
ES300 MCV3OR 10/01-11/05 6 HO Dual Fan FAR-55455 
0 GXEIOR ₪ 5 Condenser FAC-58500 


W — ὤ 
details are subject to change without notice. | Errors and omissions excepted. 
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OEM Replacement Fan Assemblies Table 


/ OEM REPLACEMENT ΕΑΝ ASSEMBLIES 
/ 


⁄L / MODEL YEAR ENGINE TYPE PART N° 
U / | S300 JCEIOR 08/01-11/05 6 ο SOL Condenser FAC-58500 
ZA S350 055215 10/10- Condenser FAC-58520 
RX330 MCU38R 04/03-02/06 V6 3.3L Dual Fan FAR-55491 
Y RX350 GSU35R 02/06-06/09 V6 3.5L Dual Fan FAC-58615 
70 MAZDA 
7 21 94-96 Condenser FAC-59300Z 
21 95-97 4 Cyl 1.3L Condenser FAC-59306 
7 21, Metro 11/96-03/00 Condenser FAC-59315 
21, Metro 03/00-ON Condenser FAC-59319 
323 Astina BG 04/87-10/94 Condenser FAC-59583Z 
$25 990-94 Condenser FAC-59583Z 
323 990-95 Radiator FAR-60287Z 
323 Astina BA 1994-98 Condenser FAC-59586 
323 Protégé 995-1998 Condenser FAC-61322Z 
323, Protégé 995-98 1.8L Condenser FAC-59589 
$23 995-98 Radiator FAR-60289 
323, Astina, Protégé BJ 1998- GL. 1.81. Condenser FAC-59592Z 
222227 
7 323, Astina, Protégé BJ 1998- .6L, 1.8L, 2.0L Condenser FAC-59595 
323, Astina, Protégé BJ 1998- GULE ZO Radiator FAR-60297 
323 BJ 1998- Auto Radiator FAR-60292Z 
525 BJ 1998- anual Radiator FAR-60294Z 
626 995-97 V6 Condenser FAC-59833 
626 995- Radiator FAR-60421 
626 GF 05/97-10/02 4 Cyl 2.0i Condenser FAC-59836 
2 DY 04/03-12/07 4 Cyl 1.5i Radiator FAR-60250 
2 DE 10/07- 4 Cyl 1.5i Radiator FAC-61255 
5 BK 10/03-12/09 4 Cyl 2.0L, 2.3L Radiator FAR-60351 
6 GC 08/02-08/07 4 Cyl 2.3i Dual Fan FAR-60440 
6 GC 09/04-05/05 Manual Dual Fan FAR-60443 
6 GH 01/09- Auto Dual Fan FAR-60446 
CX-7 1/06- Dual Fan FAR-60620 
CX-9 12/07- V6 3.7i Dual Fan FAR-60625 
MPV LW 08/99-02/06 V6 ו5.0‎ Radiator FAR-60833 
Premacy 2000-03 1.8L,2.0L Condenser FAC-61176 
Premacy 2000-03 1.8L,2.OL Radiator FAR-61165 
Tribute כם‎ 8 4 Cyl 2.0L Dual Fan FAR-61603 
Tribute EP 09/00-05/08 V6 5.Οἱ Dual Fan FAR-61607 
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OEM Replacement Fan Assemblies Table 


E / 
/ 
OEM REPLACEMENT FAN ASSEMBLIES / 
MODEL YEAR ENGINE PART N° 
MERCEDES 
A-Class W169 05/05- Radiator FAR-62600 
B-Class W245 1/05- 18060, 0 Radiator FAR-62600 
C-Class W202 11/96-10/00 (82:50) Radiator FAR-62507 
C-Class W203 1/00-08/05 Radiator FAR-62510 
E-Class W124 06/85-98 220E 230E 250E ENEE E220 Radiator FAR-62100 
ML-Class W163 03/99-04 ML320-ML430 Radiator FAR-62650 
S-Class W220 04/99-08/05 Radiator FAR-62675 
SLK-Class R170 10/97-04/04 Radiator FAR-62507 
Vito 639 04/04- Radiator FAR-62689 
MITSUBISHI 
380 DB 09/05-09/08 V6 3.8L Radiator FAR-65890 
Colt RG 09/04- Radiator FAR-65580 
Lancer CC 10/92-06/96 Condenser FAC-65821 
Lancer CC 10/92-06/96 Radiator FAR-65813 
Lancer CE 7/96-12/04 Condenser FAC-65832 
Lancer CE 7/96-12/04 Radiator FAR-65817 
n 
agna TR, TS 03/91-03/96 Condenser FAC-66195 2 
agna TE-TJ 04/96-07/02 Condenser FAC-66200 
irage CE 07/96-11/04 Condenser FAC-66473 
Outlander ZG,ZH 11/06-06/12 V6 3.0L Dual Fan FAR-65855 
Pajero NJ 11/93-11/96 301,550 PET 2:85 DSL Condenser FAC-66794 
Pajero NM,NP 05/00-12/06 3.5L PET, 2.8L, 3.2L DSL Condenser FAC-66799 
Pajero iO QA 03/99- Radiator FAR-65870 
Starwagon WA 09/94-01/05 Radiator FAR-66411 
NISSAN 
axima A32 11/94-11/99 V6 3.0L Dual Fan FAC-71214 
axima A33 12/99-12/03 Vs SOL Radiator FAR-72322 
urano Z50 01/05-01/09 V6 3.5L Dual Fan FAR-72352 
Pulsar N14 11/91-09/95 1.6L, 2.0L Manual Radiator FAR-72690 
Pulsar N14, N15 11/91-01/01 1.6L, 2.0L Auto Condenser FAC-72554 
Pulsar N16 07/00-02/06 4-Door only (not Hatch) Dual Fan FAR-72693 
Terrano R20 03/97-04/00 2.7L DSL, 2.4L PET Condenser FAC-73335 
X-Trail T30 01/01-10/07 Condenser FAC-73390 
PEUGEOT 
206 2A 08/98- Condenser FAC-74120 
206 2A 08/98- Radiator FAR-74071 


Nm 
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OEM Replacement Fan Assemblies Table 


| / OEM REPLACEMENT FAN ASSEMBLIES 
Z= 
Vi MODEL YEAR ENGINE TYPE PART N° 
ZA 
7 306 95-97 Dual Fan FAR-74162 
306 97-02 Dual Fan FAR-74165 
307 3A 08/00- Radiator FAR-74188 
406 97-02 Dual Fan FAR-74235 
ç Z PORSCHE 
/ x 
YA 91 09/97-08/05 6 Cyl 3.4L, 3.6L Radiator FAR-74305 
Boxster 09/96-12/04 Radiator FAR-74305 
Cayenne 09/02-03/07 Radiator FAR-74324 
Cayenne 03/07-06/10 Radiator FAR-74326 
SUBARU 
Forester SG9 07/02-03/08 4 cyl 2.5L (non-Turbo) Dual Fan FAC-79110 
mpreza 1993-96 Radiator FAR-81114 
mpreza 1997-00 4 Cyl 1.8L Radiator FAR-81117 
mpreza GD,GG 10/00-09/05 Condenser FAC-79160 
Liberty 00-02 Radiator FAR-81225 
Tribeca 12/07- 6 cyl 3.6L Dual Fan FAC-79240 
SUZUKI 
222222) 
i LA Baleno Condenser FAC-81024 
Ignis 2002- Radiator FAR-81748 
Jimny Condenser FAC-81024 
Liana Radiator FAR-81801 
Swift EZ I 01/05- Radiator FAR-81915 
SX-4 10/06- Manual Radiator FAR-81920 
SX-5 10/06- Auto Radiator FAR-81921 
Vitara 06- Radiator FAR-81940 
Vitara TDO1 5 Door, Power steering Condenser FAC-81467 
TOYOTA 
Avalon 600 6 Condenser FAC-84561 
Camry SV20,21,22 5/89-3/93 Radiator FAR-85183 
Camry SV21 5/89-3/93 Acyl 2.0L Condenser FAC-85184 
Camry 50/00 7 Acyl 2.2L Condenser FAC-85192 
Camry MCV20R 08/97-09/02 V6 3.0L Condenser FAC-85188 
Camry SXV20R 08/97-09/02 del 2.2L Condenser FAC-85196 
Camry SXV20R 08/97-09/02 Radiator FAR-85186 
Camry ACV4OR 07/06- Acyl 2.4L Condenser FAC-85198 
Camry AHV4OR 02/10- Hybrid Radiator FAR-85196 
Coaster HZB5OR, BBAOR Motor only Condenser MO-24290 
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OEM Replacement Fan Assemblies Table 


OEM REPLACEMENT FAN ASSEMBLIES Z 7 
4 / 7, 
MODEL YEAR ENGINE TYPE PART N° / 
Corolla AE90,92,93 02/89-07/94 Radiator FAR-86327 | YY 
Corolla AE90-96 6/89-7/93 Condenser FAC-86319 7, 7 
Corolla AE92 1993-9/94 Condenser FAC-86323 
Corolla 2251220 7 Radiator FAR-86370 Z 
Corolla AE101,2 9/94-11/99 5 BLADE Condenser FAC-86325Z // 
Corolla AE101,2 9/94-11/99 11 BLADE Condenser FAC-86327 ! / 
Corolla AETI2R 8/98-9/01 Condenser FAC-86330 
Corolla AETI2R 8/98-9/01 Radiator FAR-86355 
Echo ΝΟΡΙΟ, NCP12 09/99- 1.3L, 1.51. Radiator FAR-86501 
Hiace LH,RZH 8/93-7/95 Condenser FAC-86761 
luger MCU28R 10/03-08/07 V6 3.3L Condenser FAC-86979 
luger MCU28R 10/03-08/07 V6 3.3L (MOTOR ONLY) Condenser FAC-86981 
luger GSU4OR, GSU45R 08/07- V6 3.5L Dual Fan FAC-86984 
Landcruiser FZJ1O5R 03/98-10/02 6cyl 4.5L Condenser FAC-87420 
Landcruiser UZJ1OO 03/98-10/03 V8 4.7L Condenser FAC-87420 
Lexcen VR, VS 6/93-5/97 Condenser FAC-87731 
Prius NHW20OR 10/03-12/09 Radiator FAR-88001 
SISAS Sy 
Rav4 SXAIOR,IIR 08/96-04/00 Manual Condenser FAC-88220 I, 
Rav4 SXAIOR,TIR 08/96-04/00 Radiator FAR-88101 
Rav4 ACA20R,21R 07/00-09/03 Condenser FAC-88223 
Rav4 ACA20R,21R 07/00-09/03 Radiator FAR-88104 
Rav4 ACA33R 02/06- 4 Cyl 2.4L Dual Fan FAR-88121 
Rukus ΑΖΕΊΞΙΕ 05/10- Acyl 2.4L Dual Fan FAC-88260 
Starlet EP91R 03/96-09/99 Condenser FAC-88642 
Starlet EP91R 03/96-09/99 Radiator FAR-89103 
Tarago ACRS5OR 03/06-06/12 Acyl 2.4L Dual Fan FAC-89103 
Tarago GSR5OR 02/07- Dual Fan FAC-89105 
Tercel 1995-97) Radiator FAR-89407 
VOLKSWAGEN 
Beetle 901 01/98-02 Dual Fan FAR-95320 
Bora 1J 10/98-09/05 Dual Fan FAR-95340 
Caravelle T5 02/08- Condenser FAC-95930 
Caravelle T5 02/08- Radiator FAR-95930 
Golf 99-02 Dual Fan FAR-95340 
Golf III 08/91-07/98 Motor & Blade Radiator FAR-95460 
Multivan V 04/03-09 Condenser FAC-95930 
Multivan V 04/03-09 Radiator FAR-95921 


Mme 
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OEM Replacement Fan Assemblies Table 


/ OEM REPLACEMENT ΕΑΝ ASSEMBLIES 
/ 


ZA / MODEL YEAR ENGINE TYPE PART N° 

/ | Passat SES Radiator FAR-95460 

y Polo 6N 11/94-10/01 Radiator FAR-95520 

Transporter T4 90-97 Dual Fan FAR-95921 

Y Transporter T4 98- Dual Fan FAR-95925 

/ Transporter T5 08/04- Condenser FAC-95930 

// Transporter T5 08/04- Radiator FAR-95930 
VOLVO 

Z 850 91-97 2.5L GLE, GLT Turbo Radiator FAR-90184 

850 10/95-03/97 Condenser FAC-90184 

940 12/90-09/96 Condenser FAC-90184 

960 11/90-03/98 Condenser FAC-90184 
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LOKCLIP A 
LOKRING’S BEST FRIEND. / 


The perfect companion for the 
Lokring Starter Pack. 


See page 661. .- 
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LOKCLIP - Simple 5 step process and ready to use immediately. 
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